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Proposal: Cf 
January 15, 1957 


STATEMENT OF WORK 
MODIFICATION KIT FOR 3-CHANNEL ANALYZING 
PLAYBACK EQUIPMENT (C Rack) 


The Contractor proposes to furnish the engineering, labor, 
facilities, and materials necessary to perform the following 
work: 


1. Design a modification kit for the Analyzing 
Playback Equipment (C Rack) to provide speed 
variability. The kit will consist of two (2) 
capstan motors, one (1) for speeds of 2-1/4 
and nine (9) ips and one (1) for thirty (30) and 
sixty (60) ips. 


ra Assemble fourteen (14) modification kits to 
accompany the C Rack equipment which will 
permit interchange of capstan motor to change 
the speed of operation, 


3. Prepare the necessary revision pages for the 
C Rack manuals and a field service bulletin 
setting forth the necessary steps and pre- 
cautionary measures for accomplishing the 
motor change in the field. 
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